CRISTO  REY  (Christ  the  King)  CHURCH' 
Santa  Fe,  New  Mexico 
Completed  in  1940 
One  of  the  finest  pieces  of  ecclesiastical  art  in  America  is 
kept  here  —  the  Stone  Reredos. 
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